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Hello Captain Zarcone, 


I hope all is well. I wanted to touch base with you regarding the Las Palmas Camera. I spoke with Jim from Metro Video 
today and it appears the SW corner would be the BEST option. Apparently somebody has placed a wireless device on 
the NW corner which may inhibit our signal. Jim also said on second glance it may be difficult now to obtain a line of site 
back to the Whitley building. 

That being said, Jim highly recommends we do the SW corner assuming we can get power on the light pole. I wanted to 
see if you had any luck following up with LADOT. I'm also thinking about reaching out to LADWP as I seem to recall that 
the light poles are their domain. Please let me know if you have made any progress with LADOT, and if need be I may 
rope you in to helping getting LADWP on board. 

Thanks Captain! 

Joseph 
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